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DECEMBER 23 


HEARD AT. 1200 AMD 1400Z. 


ANSWERED ON 18 AT 1200 AND ON 18, 14 AND 8 AT 1400 BUT 
APPARENTLY NOT RPT NOT HEARD. PROROGATION CONDITIONS 
IRREGULAR AND 8AD. 

DECEMBER 24 ATTEMPTED CONTACT AT 1200Z , 

1600Z GOOD SIGNAL AND GOOD TONE FROM f 


UNHEARD. 


DECEMBER 25 AT 1300Z 
ASH DID NOT RPT NOT TRANSMIT AFTER 1200Z DECEMBER 24. 


]GOOD TONE AND FAIR STRENGTH, 
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